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A 


AMERICAN DENTAL ASSISTANTS 


ASSOCIATION 

ADAA pamphlets p 36 April 
Creed for dental assistants. South- 
ard, Juliette p 40 Feb 

Results of 1970 nationwide survey 
of ADAA members p 12 Nov 


ANNUAL SESSION 


Candidates for ADAA election p 32 
Sept 

Important business of the annual 
session p 11 Sept 

1970 ADAA convention schedule p 
32 July 

Program p 22 Sept 

Proposed amendments to ADAA 
bylaws p 46 Sept 

See you in Las Vegas November 8- 
12 p 39 June 

Welcome to fabulous Las Vegas, 
Nevada p 42 May 


AUDIT REPORT 


Statement of financial condition p 
42 April 





Important questionnaire for certi- 
fied dental assistants p 45 June 
Rules and regulations for examina- 
tion and certification p 42 Jan 





CERTIFYING BOARD 


Renewal application p 37 Oct 
Reports 

p 44 Feb 

p 40 March 

p 49 May 

p 43 July 

p 37 Aug 

p 31 Sept 


COMMITTEES 


Budget & finance report p 30 Sept 
Bylaws report p 44 Feb 
Clinics report p 42 March 
Component program 

Guest speaker—handle with care 
p 31 Oct 
Involving the member in component 
programs p 41 July 

Report p 39 April 
Education reports 

p 38 April 

p 43 July 

p 30 Sept 

p 34 Oct. 
Insurance reports 


DIRECTORY 


J.A.S. scholarship report p 46 May 
Judicial report p 34 Oct 
Life membership report p 38 Aug 
Membership 
Report p 41 March 
Some helpful suggestions to assist 
with your society’s membership 
campaign p 31 Jan 
Nominating report p 38 April 
Public relations report p 39 Aug 


COMPONENTS AND CONSTITUENTS 


Alabama members go oriental p 26 
Aug 

Chicago d.a.’s aid West Indies clinic 
p 24 April 

Denver d.a.’s and NCDHW p 29 
July 

Fresno-Madera dental assistants give 
toothbrushing instruction p 26 April 
Marguerite Cruter receives Colo- 
rado loyalty award p 26 Aug 
Pennsylvania D.A.A. to hold sem- 
inar p 28 July 

So. Calif. d.a.’s meet at Disneyland 
hotel p 30 March 

Will County D.A.S. members take 
course in x-ray p 33 Feb 


Corrections and additions to 1969- 
70 directory of constituent and com- 
ponent officers p 41 Feb 

1970-71 directory of constituent and 


43 


component officers Aug (supple- 
ment) 


DistRicT TRUSTEES p 41 Jan 
EDUCATION, DEPARTMENT OF 


See Education, Dental Assistant 


EDUCATION DIRECTOR 


A dream. Paulausky, Eugene p 28 
May 


ExECUTIVE DirECcTOR— Thomas Beck- 
ham 


Executive director, Thomas Beck- 
ham attends Texas meeting p 26 
Aug 
From the desk of... 

p 35 March 

p 33 April 

p 41 May 

p 3* ‘uly 

p °3 Aag 

p 29 Sept 


PRESIDENT — Edna Johnson 


ADAA president speaker at gradu- 
ation p 31 March 
President Edna Johnson visits Ken- 
tucky meeting p 29 July 
President’s message: 

p 39 Jan 

p 35 Feb 

p 33 March 

p 31 April 

p 29 May 

p 31 June 

p 31 July 

p 29 Aug 

p 27 Sept 


PRESIDENT-ELECT — Myra Petrie 


Introducing our new president p 25 
Oct 


STATE PRESIDENTS 
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Anderson, Dianne. S. Dak 69/70 
p 34 March 

Andrew, Karen. Wis 70/71 p 29 
Oct 

Bird, Jane M. Mich 70/71 p 37 
June 

Bisbee, Margaret. Mo 69/70 p 40 
Jan 

Blatzer, Onzalee. Ala 70/71 p 37 
July 

Britton, Betty. Miss 70/71 p 29 
Oct 

Brown, Joyce. Va 69/70 p 40 Jan 
Brynes, Mary Catherine. La 70/71 
p 36 July 

Duis, Chesna. S Calif 69/70 p 34 
March 

Figueroa, Mary. P R 69/70 p 39 
Feb 

Grucella, Fran. Conn 70/71 p 31 
Aug 

Haney, Charlotte. Ky 70/71 p 36 
July 

Howerton, Beverly. Kans 70/71 
p 30 Aug 

Ibbetson, Joan. S Calif 70/71 p 30 
Aug 


Joiner, Ruth. Ore 70/71 p 31 Aug 
LaBarre, Claire. R I 70/71 p 34 
April 

Langford, Charlotte. 
p 34 April 

McMillan, Nancy. Fla 69/70 p 40 
Jan 

Melton, Jimmie. N C 70/71 p 37 
June 

Mooney, Wanda. N Calif 70/71 
p 37 July 

Naylor, Barbara. Texas 70/71 p 28 
Sept 

Neely, Dorothy. Ark 70/71 p 36 
July 

Oliver, Jane. Fla 70/71 p 31 Aug 
Palmer, Jan. Minn 70/71 p 28 Sept 
Passmore, Virginia. Ia 70/71 p 37 
July 

Perdue, Geneva. W Va 70/71 p 29 
Oct 

Pierce, Virginia. Mo 70/71 p 28 
Sept 

Redmond, Nelljie R. S C 70/71 
p 37 June 

Shearer, Pearl G. Wy 70/71 p 30 
Aug 

Shigley, Ruth. Md 69/70 p 39 Feb 
Terbot, Fay K. Ind 69/70 p 39 Feb 


Ga 70/71 


AMERICAN DENTAL ASSOCIATION 


ADA makes statement to subcom- 
mittee on medicaid p 20 Oct 


 _ ADA resolutions of interest to 


ADAA members p 7 Feb 

Dr. Diefenbach appointed to ADA 
position p 29 June 

Dr. Hillenbrand retires p 36 Jan 
Dr. Watson assumes duties of ADA 
executive director p 36 Jan 


ANATOMY 


Atkinson library of applied anatomy 
(abstract). Pollock, H.C. p 29 Feb 


BOOK REVIEWS 


Atlas of tooth form. Wheeler, Rus- 
sell p 36 Feb 

Body language. Fast, Julius p 30 
Oct 


Brady’s programmed orientation to 
medical terminology p 40 June 
Chairside psychology in patient ed- 
ucation: a self-instruction course. 
Weiss, Robert; Swearingen, Roger 
p 40 June 

Concise planning for training meet- 
ings. Wilson, Vivian p 36 Feb 
Dental assistant. Richardson, Rich- 
ard E. p 30 Oct 
Dental health team. 
Robert J. p 30 Oct 
Dental specialties for the dental 
hygienist. Steele, Pauline p 36 Feb 
Dentistry for the child and adoles- 
cent. McDonald, Ralph p 40 June 
Getting the most for your money. 
Scaduto, Anthony p 30 Oct 

Legal aspects of dentistry. A pro- 


Rothstein, 





grammed course in dental jurispru- 
dence. Miller, Sidney L. p 30 Oct 
Sear’s new teeth for old. Hall, 
Walter p 40 June 

Setting precise performance objec- 
tives. Wilson, Vivian p 36 Feb 
This business of dressing for busi- 
ness. Burge, Ethel p 40 June 
Work simplification in dental prac- 
tice, 2nd ed. Kilpatrick, Harold C. 
p 36 Feb 

Your future as a dental assistant. 
Frost, Jane p 38 Feb 


Cc 
CANCER 
See Oral Disease 
CARIES 


Fruit juices and infants’ teeth (ab- 
stract). Tavistock Sq p 27 June 
New decay preventive to be tested. 
NIDR p 34 Jan 

New liquid plastic coating used to 
prevent decay. NIDR p 24 April 
Sweets at school canteens and caries 
in children (abstract). 

Fanning, E; Gotjamanos, T; Vowles, 
N p 29 Feb 


CEMENTS 
Silicate cements. 
H. p 10 Aug 


CERTIFICATION, CERTIFYING 
BOARD 
See ADAA — Certification, Certify- 
ing Board 


CLEFT LIP AND PALATE 
Chances of cleft palate (abstract). 
Tavistock Sq p 27 June 
Cleft palate patient. Ehrlich, Ann 
p 25 Nov 
Guide to cleft lip and cleft palate 
facilities now available p 32 Feb 


D 


DENTAL ASSISTANT, EXPANDED 
RESPONSIBILITIES 
See Laws and Legislation 


DENTAL ASSISTANT, PERSONAL 
DEVELOPMENT 
See also Diet and Nutrition 
Airline hostess/dental assistant p 
27 April 
Are your legs showing? p 32 June 
Dental assistant on duty p 29 April 
How to get a good night’s sleep 
p 26 Feb 
How to save your skin p 33 Oct 
Physical fitness for the chairside 
assistant. Tarasoff, George J. p 9 
Feb 
What is your ideal weight? p 37 
Nov 


DENTAL ASSISTING 


As A CAREER 
Dental assistant: Essential member 


Mosteller, John 
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of the dental health team. Hillen- 
brand, Harold p 16 Feb 

High school career days — dental 
assisting recruitment p 16 March 


INTERNATIONAL RELATIONS 


Dental assisting adventure in Gua- 
temala. Paulaskas, Carol p 22 Jan 
US d.a.’s invited to conference in 
Wales p 36 Jan 


STATISTICS 


See also Dentistry 

Results of 1970 nationwide survey 
of ADAA members p 12 Nov 
Social attitudes of students of dental 
assisting. Lobene, Ralph; Freder- 
icks, Marcel; Mundy, Paul. Part I 
p 16 May; Part II p 16 July; Part 
III p 17 Aug 


DENTISTRY 


Important component of dental ef- 
ficiency. Lahey, Michael F. p 26 
March 

Mexico City dental meeting p 25 
Aug 

1968 survey in dentistry (abstract). 
B Econ Research & Stat p 27 July 
Dental manpower resources in the 
United States. Johnson, Donald W. 
p 12 March 


DIET AND NUTRITION 


See also Caries; Dental Assistant, 
Personal Development; Fluorida- 
tion 

Dental profession and nutrition ed- 
ucation (abstract). Hinkle, Mar- 
garet M. p 19 Oct 

Dieter’s daily dozen p 27 Jan 
Effects of caffeine in man (ab- 
stract). Nutr Fdn Inc p 19 Oct 
Malnutrition, learning, and behavior 
(abstract). Abelson, Phillip p 29 
March 

New approach to obesity. Schauf, 
George E. p 30 Nov 

New nutrition booklet p 30 May 
Relation of diet to calculus forma- 
tion (abstract). Stanton, Gilbert 
p 29 Jan 


DRUGS 


See also Pharmacology 

Drug use and abuse in the dental 
office p 20 July 

Pamphlets available p 32 Feb 


E 


EDITORIALS 


ADA resolutions of interest to 
ADAA members p 7 Feb 
Challenge to dental assistants (guest 
ed). Smith, Charles T. p 9 April 
Cooperation is the key p 11 June 
Ethics for dental assistants p 9 Aug 
Hints for self-improvement (guest 
ed). Oliver, William, H. p 9 Oct 


May is scholarship time p 15 May 
Open letter to a drop-out p 11 Jan 
Our history shows progress p I! 
July 

There’s an action career ahead p 11 
March 


EDUCATION 


DENTAL ASSISTANT 


Accredited dental assisting educa- 
tion programs p 36 March 

ADAA continuing education cours- 
es p 35 April 

Behavioral objectives in learning for 
dental assistants. Kingston, Richard 
D. p 12 June 

Continuing education course p 22 
Oct 

Continuing education courses at 
Creighton U p 36 Nov 

Continuing education classes set 
p 22 Sept 

Course on dental materials for 
dental assistants p 24 Aug 

D.A. oral disease control program 
p 28 June 

Effect of education of dental as- 
sistants on their chairside utiliza- 
tion, role satisfaction and salary. 
Berg, Dorothy F. p 18 March 
Oral roentgenology course for den- 
tal assistants p 42 July 

Seminar in credit and collection 
technics p 30 May 

Special capping ceremony for stu- 
dents p 24 Sept 

Special course available in care of 
aged and handicapped p 35 May 
Twenty-one graduate from d.a. pro- 
gram in Nebraska p 22 Sept 
UCLA offers continuing education 
courses p 37 Nov 

Why continuing education is neces- 
sary for the d.a. Binns, Jr., Wil- 
liam H. p 24 Jan 


DENTAL AUXILIARY TEACHERS 


Dental auxiliary teacher education 
p 30 Feb 

Teacher traineeships available p 31 
March 


DENTISTRY 


AFDE scholarship program for 
black students p 28 July 

Chicago girl wins junior dental 
science award p 20 Oct 

Cost of dental education p 24 April 
40 black students awarded scholar- 
ships by AFDE p 34 Nov 

New dental health education ma- 
terials p 35 Nov 

New dental training robot p 34 
Jan 


PATIENT 


See Oral Hygiene; Patients, Man- 
agement; Psychology 


Anatomical brain twister p 40 Nov 
Drug abuse quiz p 39 July 
Histology quiz p 45 May 
Instrument identification quiz p 32 
April 

Miscellaneous matching quiz p 32 
Aug 

Nutrition quiz p 32 March 

Quiz on bones of the skull p 33 
June 

Quiz on rubber dam p 38 Jan 
Tax quiz p 34 Feb 

True/false quiz p 18 Oct 


EDUCATION CORNER 


Application of a fluoride treatment 
p 30 July 

How to keep an accurate filing sys- 
tem of all supplies used in the den- 
tal office p 35 June 

How to mix Adaptic p 30 Jan 
Preparation and use of edentulous 
tissue conditioner p 36 Aug 
Transfer of instruments p 37 Feb 


EMERGENCIES 


Handling dental emergencies. Lee- 
dom, Liz p 14 Aug 

Treatment of shock (abstract). 
AMA Council on Rural Health p 23 
April 


EMPLOYMENT OF WOMEN 


American woman dentist (abstract). 
Kinsler, Miriam S. p 21 Sept 

Are women getting a fair shake 
from social security? Mott, Lake 
W. p 17 April 

Handbook on women workers re- 
flects their status p 36 May 
Landmark court decision for wom- 
en’s job rights p 30 May 


ENDOCRINE GLANDS AND HOR- 


MONES 
Painful gum disorder treated with 
sex hormones p 24 Aug 


F 


FLUORIDATION 


1969 fluoridation census report p 25 
Aug 

President’s statement on community 
fluoridation p 29 June 

25th anniversary of fluoridation 
p 31 Feb 

Use of dietary fluorides (abstract). 
Doherty, Joseph p 23 April 


G 


GOLD 


Proper handling of gold foil. Rose, 
Judy p 26 May 


GOOD GROOMING 


See Dental Assistant, Personal De- 
velopment 


H 


How interested are you? p 11 Nov ATIONAL FEA 
Important business of the annual — ——— HERPES 


session p 11 Sept DENTAL DRILLS About oral ulcerations. Publ Health 
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Services Publication p 27 March 


HYPNOSIS 
Hypnosis in dentistry. Secter, Irv- 
ing I. p 13 Oct 


I 


IMPLANTS 
Implants and transplants —an aid 
to assisting the dental cripple. 
Baskas, Morris and Berger, Sidney 
p 12 July 


INSURANCE 
See also ADAA — Committees, In- 
surance 
Prepaid dental care and the dental 
assistant. Mona, Ramona R. p 19 
Feb 
Publication aid in prepaid health 
programs p 24 April 


J 


JURISPRUDENCE 
See Laws and Legislation 


L 


LARYNX 
New neck-breathing device devel- 
oped p 34 Jan 


LAWS AND LEGISLATION 
Dental legal problems (abstract). 
Clement, F. W. p 27 May 
Iowa dental law: Iowa state board 
of dentistry rules and regulations 
and dental practice act, 1969. p 38 
May 
Legal problems in diagnostic use of 
radiographs (abstract). Hall, 
George p 27 June 
Legislation news p 24 July 
Maryland state board of dental 
examiners regulations pertaining to 
dental assistants p 25 Sept 
Michigan dental association trustees 
approve proposal to increase func- 
tions of dental assistants p 21 Oct 
North Carolina rules and regula- 
tions pertaining to dental assistants 
p 23 Oct 
Pennsylvania regulation VI of the 
dental law p 30 June 
South Carolina p 27 Aug 
Tennessee state board of dentistry 
general rules governing dental as- 
sistants p 27 Aug 
Texas state dental board adopts 
new rules and regulations p 30 
April 


M 


MASTICATION 
Importance of adequate masticatory 
function. Christmas, Jeanette p 16 
Aug 


MICROBIOLOGY 
See Sterilization and Asepsis 
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N 


NATIONAL CHILDREN’S DENTAL 
HEALTH WEEK 
Materials for 1971 NCDHW now 
available p 20 Oct 


NOISE 
Noise effects on humans p 30 
March 
NUTRITION 
See Diet and Nutrition 
oO 
OCCLUSION 


Occlusion and the dental assistant 
—an overview. Butler, James H. 
p 10 April 


ORAL DISEASE 
Diseases of the oral cavity in rela- 
tion to systemic diseases. Large, 
Nelson D. p 10 Oct 
Oral cancer in women (abstract). 
Med World News p 28 Aug 


ORAL HABITS 
Bruxism (abstract). 
Martti p 33 Nov 
Chronic thumbsucking (abstract). 
Haryett, R. D.; Hansen, F. C.; 
Davidson, P. O. p 19 Oct 


Oklinuora, 


ORAL HYGIENE 
Health practices for children p 22 
Sept 
History of oral hygiene methods. 
Peteri, Ann p 25 Jan 
Importance of total oral hygiene. 
Peterson, Charles T. p 17 Sept 
Poster warns against periodontal 
disease p 22 Sept 
Teaching oral hygiene to children 
(abstract). Koch, Douglas M.; 
Koch, Goran M.; Tynelius, Gunilla 
M. p 33 Nov 


ORAL SURGERY 
Surgery performed for hemigigan- 
tism p 37 Jan 


ORTHODONTICS 
Chin from the orthodontist’s view 
(abstract). Berger, J. p 27 May 


P 


PAIN 
Cold therapy in dentistry (abstract). 
Fleege, Francis p 27 July 
Heat and cold as analgesics (ab- 
stract). Drug and Therapeutic Info 
Inc p 28 Aug 
Pain p 20 May 


PALSY-CEREBRAL 
Dental guidance council meeting for 
cerebral palsy p 25 April 


PATIENTS 


HANDICAPPED AND SPECIAL 





Child patient. Finkelstein, Samuel 
p 19 Sept 

Cleft palate patient. Ehrlich, Ann 
p 25 Nov 

Dental care for the homebound. 
Reis, Judy and Layton, Anna p 19 
April 

Geriatric patient. Hall, Georgia p 
23 June 

Hard-of-hearing _ patient. 
Ann p 21 July 
Neurologically, mentally or emo- 
tionally handicapped patient. Phil- 
lips, Anne and O’Hearn, Betty p 13 
Aug 

New magazine issued for the handi- 
capped p 21 Oct 

Stroke patient. Ehrlich, Ann p 15 
Oct 

Strokes cause oral problems p 30 
Feb 

Watch for emergency identification 
symbol p 15 June 


Ehrlich, 


MANAGEMENT 
New visual aid for explaining den- 
tal treatment p 30 Feb 
Study examines dental patients at 
medical center campus Chicago p 
24 Nov 


PEDODONTICS 
See Oral Hygiene; Patients, Handi- 
capped and Special; Psychology; 
Public Health 


PERIODONTICS 
Another organism now implicated in 
periodontal disease p 34 Nov 


PHARMACOLOGY 
See also Drugs 
Dental _ prescriptions. 
Jeanette p 25 Feb 
Proper handling of dental medica- 
tion. Aldous, Jay p 25 June 


Richeson, 


POISONS AND POISONING 
Absorption of mercury in dental 
personnel (abstract). Segreto, V.; 
Jerman, A.; Shannon, I. p 29 March 


PRACTICE MANAGEMENT 
See also Psychology 
Appointment book control. Ehrlich, 
Ann p 15 Aug 
Dentist’s wife and the office staff. 
Stewart, Arthur V. p 21 April 
Filing dental records. Ehrlich, Ann 
p 23 Feb 
Ownership of physician’s medical 
records (abstract). Adametz, Wilma 
B. p 38 Feb 
Systems of filing and classifying 
clinical slides. Kracke, Roy R. p 
28 Nov 


PREVENTIVE DENTISTRY 
See Oral Hygiene 
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PROGRAMS 
See ADAA, Committees — Com- 
ponent and Program 


PSYCHOLOGY 
Applied psychology in the dental of- 
fice. Ehrlich, Ann p 12 Sept 
Awareness training for dental pro- 
fessionals at the Esalen Institute p 
25 Jan 
Effects of psychological preparation 
on behavior of children (abstract). 
Bohuslav, George F. p 21 Sept 
Gestures and body movement in 
nonverbal communication (abstract). 
Goodman, Phil. p 28 Aug 
I’ve an angel in my reception room. 
Lux, Brian p 21 Feb 
Psychological aspects of aging — 
implications for dentistry. Dworkin, 
Samuel F. p 22 Nov 
Psychology in the dental office p 
28 Feb 


PUBLIC HEALTH 
Dental public health: what is it? p 
23 Aug 
Dental society introduces new pro- 
gram for inner-city children p 23 
Sept 
Program for dental care of children 
a need p 28 July 
Ten years of project HOPE p 35 
Nov 
USC dental ambassadors’ new mo- 
bile dental office p 30 March 
Where do allied personnel fit in 
health services? (abstract) Fen- 
ninger, Leonard D. p 29 Jan 


PUBLIC RELATIONS 
See ADAA, Committees — Com- 
ponent Program 


RADIOLOGY 
American academy of dental radi- 
ology training requirements in radi- 
ology for the dental assistant. 
Crandell, Clifton p 21 Aug 
Duplication of radiographs. Kasle, 
Myron J. p 24 March 
National x-ray exposure study p 28 
June 
Panoramic radiographs for the study 
of the head and neck. Rhoades, 
Juliette and Scott, Richard p 16 
June 


RECORDS AND RECORD KEEPING 
See Practice Management 


ROOT CANAL TREATMENT 
Biological examination in endodon- 
tics. Rubel, Robert L. p 23 May 


RUBBER DAM 


Rubber dam in routine dentistry. 
Cosgrove, Denis J. p 12 Jan 
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SMOKING 


See Tobacco 


STAINS AND PLAQUE ON TEETH 


Dental plaque and oral disease p 
15 April 

New information pamphlet on 
piaque p 25 April 


STERILIZATION AND ASEPSIS 


Surgical scrub for dental assistants. 
Thiel, Sandra p 18 April 


T 


TEMPOROMANDIBULAR JOINT 


Temporomandibular joint problems 
due to auto accidents (abstract). 
Ohio Dent J p 33 Nov 


THUMBSUCKING 


See Oral Habits 


TOBACCO 


Important information for the den- 
tal health team p 15 Feb 

No smoking in official sessions p 24 
Sept 

p 31 March 

‘No smoking’ sign for dental office 
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graphs for the study of the head and 
neck p 16 June 
Richeson, Jeanette. Dental prescrip- 
tions p 25 Feb 
Rese, Judy. Proper handling of 
gold foil p 26 May 
Rubel, Robert L. Biological exami- 
nation in endodontics p 23 May 


S 
Schauf, George E. New approach 
to obesity p 30 Nov 
Scott, Richard. Panoramic radio- 
graphs for the study of the head 
and neck p 16 June 
Secter, Irving I. Hypnosis in den- 
tistry p 13 Oct 
Segreto, V. Absorption of mercury 
in dental personnel p 29 March 
Shannon, I. Absorption of mercury 
in dental personnel p 29 March 
Smith, Charles T. Challenge to den- 
tal assistants p 9 April 
Southard, Juliette. Creed for den- 
tal assistants p 40 Feb 
Stanton, Gilbert. Relation of diet 
to calculus formation p 29 Jan 
Stewart, Arthur V. Dentist’s wife 
and the office staff p 21 April 


T 
Tarasoff, George J. Physical fitness 
for the chairside assistant p 9 Feb 
Thiel, Sandra. Surgical scrub for 
dental assistants p 18 April 
Tynelius, Gunilla M. Teaching oral 
hygiene to children p 33 Nov 


Vv 
Vowles, N. Sweets at school can- 
teens and caries in children p 29 
Feb 
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